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This  24-  by  48-foot  farrowing  house  made  of  8-  by 
8-foot  preframed  insulated  wall  panels  was  designed 
by  the  American  Plywood  Association.  These  panels 
may  be  purchased  ready-made,  made  on-site,  or  shop- 
made  before  erection.  This  type  of  construction  is  popu- 
lar in  the  Midwest,  with  lumber  dealers  supplying  either 
preframed  panels  or  the  complete  building  package 
from  their  yard. 

Once  the  floor  and  manure  pits  have  been  poured, 
the  preframed  panels  can  be  erected  on  the  2  by  4 
sill  and  secured  by  adding  the  2  by  4  top  plate. 

Full-confinement  swine  housing  is  the  most  modern 
method  of  swine  production.  With  a  structure  of  this 
type,  the  farmer  endeavors  to  regulate  all  the  environ- 
mental needs  of  the  swine.  This  unit  is  suited  to  the 
climatic  conditions  of  the  Midwest,  but  with  proper 
selection  of  insulation  and  a  ventilation  system,  it  can 
be  adapted  to  most  areas  of  the  country. 

Two    alternate    ventilation    systems    which    provide 


summer  cooling  and  winter  air  movement  to  keep  the 
moisture  levels  low  inside  the  structure  are  shown 
on  the  working  drawings. 

Two  slotted-floor  arrangements  made  of  either 
concrete  or  wood  slats  are  shown  on  the  working 
drawings. 

The  plywood  farrowing-stall  detail  is  compatible 
with  this  house.  Stall  sides  are  cut  from  a  single 
4-  by  8-foot  sheet  of  %-inch  exterior-type  plywood. 
The  ends  of  the  stall  and  divider  partitions  are  also 
made  of  plywood. 

Working  drawings  may  be  obtained  from  the  extension  agricultural 
engineer  at  your  State  university.  There  may  be  a  small  charge  to 
cover  cost  of  printing. 

If  you  do  not  knoiv  the  location  of  your  State  university,  send  your 
request  to  Agricultural  Engineer,  Extension  Service,  U.S.  Department 
of  Agriculture,  Washington,  D.C.  20250.  He  ivill  fonvard  your  request 
to  the  correct  university. 
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FLOOR      PLAN 


TRUSS    GUSSETS -l/2"-32/l6  CC  EXT.  TYPE 
DFPA    PLYWOOD 


ROOFING  AS    DESIRED 


1/2"  X  12"  X  2  4" 


32/16  C-C  EXT.  PLYWOOD 
SHEATHING 
l/2"X  6"x  16' 
GUSSET 


USSES-32  OX. 
12 


FOR  PANEL  CONSTRUCTION,  BUILD 
WALL    PANELS  IN  8' X  8'  SECTIONS 
WITH    SINGLE   l"X4"  PLATE    8  SILL. 
TOP   PLATE    ft    2"X4"SILL    ARE 
INSTALLED   IN    THE   FIELD 


INSULATION: 
CEILING, 3"MILD  CLIMATE 

6"C0LD    CLIMATE 
WALLS.   2"  MILD    CLIMATE 

3  1/2"  COLD    CLIMATE 


3~- 3/8"  EXT.   DFPA  PLYWOOD 
SIDING   MDO  ,  A-C  ,    B-C, 
OR  C-C 

e  .— 2"X  4"  X  7'-7",  24"O.C. 
STUDS 


•1/2    &  REINFORCING 
BARS,  SPACED  24"O.C. 
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